Once  again  Le  Bijou  has  labored 
to  present  Ohio  Wesleyan  with  a 
Freshman  Handbook.  This  alpha- 
betized compilation  of  animated 
rectangles,  featuring  visages  of 
every  size,  shape,  and  expression, 
contains  the  pictures  of  almost  all 
the  freshman  and  transfer  students 
who  entered  Ohio  Wesleyan  this 
Fall. 

The  purpose  of  this  handbook  is 
to  acquaint  everyone  with  our  new 
students.  In  doing  this  the  Le  Bijou 
staff  hopes  not  only  to  help  pro- 
fessors and  classmates  remember 
names,  but  also  to  enhance 
O.  W.  U.  social  life. 

This  handbook  was  edited  by 
Ted  Smith,  layout  editor  of  Le 
Bijou,  who  did  a  fine  job  in  super- 
vising the  layout  staff  during  its 
production 

The  best  of  luck  to  the  Freshmen 
and  all  readers  of  the  Freshman 
Handbook. 


Editor,  Le  Bijou 
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